242 THE PA TTERNE OF PA INEFULL AD UENTURES*
Shakespeare and recited by the performers, which were garbled, mangled, or omitted in the printed Play of " Pericles," as it has come down to us in the quartos of 1609, 1619, and 1630, and in the folios of 1664 and 1685. May not the same course have been pursued with some of the greater works of Shakespeare, with his "Hamlet," "Macbeth," "Lear," "Tempest," or "Othello"?